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ATTACHMENT 9 , 


CENTRAL INTELLIGENCE AGENCY 


es 


DEPUTY DIRECTOR FOR ADMINISTRATION 
(Designated Safety and Health Official) 


sas dal Det cetaatan ae ecto » een Setanta 
. Lo SAEETY COMMITTEE 
7 : ad - ue om i 
[ Level) _ | 
m ame ae ere: DERECTOR OF 
DIRECTOR OF SECURITY | MEDICAL SERVICES 
DEPUTY DIRECTOR OF SECURITY ENVIRONMENTAL HEALTH 
FOR PHYSICAL, TECHNICAL AND AND PREVENTIVE 
OVERSEAS ST:CURITY MEDICINE OFFICER 
B eee rertaes: ay as tee een (CIA HEALTH OFFICER) 
| CHIRF 
SAFETY GRIP 
| (CLA SAPETY GFEICER) 
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